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Let's take this page for example: https://scripter.co/a-better-less/

At the bottom, I see "kaushalmodi [logout]"; good, that tells that I am signed in.

When I click on my name there, it shows me my last comments in iframe, including access to remarkbox settings, which I think is great!

Though, I cannot then navigate that iframe back to the comment box.. the only way I could do that is by refreshing the whole page... So while typing a comment, if I click on that profile link, all is gone.



PS: Above I had to do [https://scripter.co/a-better-less/](https://scripter.co/a-better-less/) to make that a link.. can the script be updated to auto-link a valid hyperlink like https://scripter.co/a-better-less/?


russell — Oct 21, 2017 10:39 am

You should be able to click the back button on the browser to navigate the iFrame back to the thread. That said I agree that a user might feel lost so I will look into fixing this somehow.

I fixed your PS: You should now be able to type a URL and it will automatically generate a link!



kaushalmodi — Oct 21, 2017 11:02 am

https://scripter.co

Yup, the automatic link detection now works. Thanks!



russell — Jun 22, 2024 12:00 pm

I know you have moved on with a different comment solution but I wanted to say that this primary issue was addressed, the profile page now has a link to go back to the thread. thanks for the attention!
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